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~\ HERE’S HOW: 2, 
> 7 utilizing mobile unit sub- 
stations, such as those de- 
_veloped by General Electric. 
Complete with power transformer 


and protective and metering’ 


equipment, they are mounted on 
specially constructed trailers for 
quick, easy transportation. 


HERE’S HOW: Lightweight 


electric power circuits are run in 
duplicate (for greater reliability) to G-E 
aircraft motors which concentrate great 
power into small space. The over-all sys: 
tem weighs considerably less than any 
other system of comparable reliability. 
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Federal power construction agencies 
have been asked by WPB’s power di- 
vision to revise their schedule opera- 
tions in the light of the curtailment of 
generating plant expansion for the war 
period (ELectricaL Wor tp, August 29, 





se 1942, page 3) so that all possible equip- 

i ment can be shifted to war work. 

cs, Equipment now being used on proj- 

Te ects not scheduled for wartime comple- 

“Si tion is to be shifted either to other 

foe”. work which is to be finished or made 

ry available for other wartime construc- 

tion. Some Tennessee Valley Authority 
equipment being used on dams elimi- 
nated or curtailed by the WPB pro- 

weight gram is expected to be sent to Alaska 

‘un in for use by Army engineers. 

o GE ; 

great 

all sys: Furthers Program 

in any 

ty. WPB’s action comes as implementa- 


tion of its program to reduce by about 
40 percent the power expansion which 
utilities and the government had sched- 
uled for wartime installation and thus 
telease critical materials to needs con- 
sidered more pressing. This step was 
accompanied by another power division 
action bringing hydro generators under 
the Provisions of Order M-76, which 
gives WPB full authority over assem- 
ly and delivery of land turbines, 


teviously only steam turbines have 
been allocated. 


_WPB’s 3,900,000-kw. power expan- 
on program includes, roughly, 3,400,- 
000 kw. of utility and small municipal 
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Ask Power Agencies to 
Shift Critical Equipment 


WPB power division wants equipment being used on projects not 
scheduled for completion for the duration to be made avail- 
able for wartime construction in light of recent curtail- 

ment of generating plant expansion 


units and 2,100,000 kw. of additional 
federal construction. The program 
halted utility and municipal projects to- 
taling 2,200,000 kw. and_ reduced 
1,890,000 kw. of federal projects au- 
thorized by Congress to low ratings 
which permit only completion of work 
for which materials and equipment are 
at hand. 

Some projects of all federal power 
agencies are included in the 5,500,000- 
kw.-approved program, and some of 
each agency are listed to be left unfin- 
ished for the duration. Despite the fact 
that the federal program was not cut 
proportionately more than the utility 
program, the extent of the paring down 
of the government construction has led 
some of the New Deal’s public power 
officials to appeal for reinstatement of 
a number of the left-out projects. Army 
power officials, on the other hand, 
would like to see several of the larger 
government units now in the approved 
program abandoned as unneeded dur- 
ing the war. 


A-6 Rating Given 


All the government projects in the 
unapproved list have been reduced at 
least to an A-6 rating. Analysis dis- 
closes that fifteen federal units were 
cut back from various A-l-letter rat- 
ings and that more than a dozen others 
were reduced from A-2 or A-3. Proj- 
ects with lower than A-6 status were 
left with these ratings and nine proj- 


ects in the list have no ratings at all. 
Both public and private units in the 
approved list have been uprated to AA 
priority status. 

An A-6 rating is insufficient to ob- 
tain any materials needed for the war 
program—even repairs for construction 
equipment which may be now on the 
job. Decision to permit the deferred 
projects in the federal program to con- 
tinue with low ratings rather than halt 
them outright, as was done with the 
scrapped portion of the utility pro- 
gram, was reached, according to the 
power division, because in many in- 
stances some additional work can be 
completed without interference with 
the war program—thus putting these 
projects that much nearer completion 
if the need arises for revising the 
power program upward. Utility units 
totaling 353,000 kw. among those upon 
which work was stopped also are be- 
ing held in reserve for rapid comple- 
tion if the need for them arises. 


Dimout Trebles 
Traffic Death Rate 


In spite of the decreased use of auto- 
mobiles, fatal night accidents in New 
York City for a six-month period in- 
creased 107 percent due to reduced 
street lighting in dimouts, according 
to figures released by the Commissioner 
of Motor Vehicles. The figures show 58 
fatal night accidents in the period from 
February through July in 1941, as com- 
pared with 120 fatal night accidents 
for the corresponding period in 1942. 

Daytime fatal accidents in the same 
period showed a decrease of 34 percent, 
the figures showing 64 fatal day acci- 
dents in the same six-month period in 
1941 and 45 fatal daytime accidents for 
the corresponding period in 1942. 

It is pointed out that if the trend of 
fatal night accidents in 1942 had fol- 
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lowed the daytime accident trend, then 
the fatal night accidents would have 
been 41—actually, they were 120—or 
three times the expected figure. In 
other words, the rate of night accidents 
which resulted fatally, under dimout 
regulations now prevailing, has trebled. 
The trend continued through July and, 
unless reversed, more than 150 over and 
above the normally expected deaths will 
occur in Manhattan this year. In addi- 
tion, there will be at least 5,000 injured. 


Rate Hearing Postponed 


Pennsylvania Public Utility Commis 
sion has announced that it has post- 
poned hearings scheduled for August 
at Harrisburg in the commission’s rate 
proceedings against Pennsylvania Powe1 
& Light Co. Dates for the hearings will 
be fixed later. Postponement is neces- 
sary, the commission stated, to allow its 
technical staffs additional time in which 
to prepare the commission’s case. 
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Start Construction 
on Arkansas Plant 


Construction work on the new $3,- 
000,000 steam-operated electric gener- 
ating station of the Arkansas Power & 
Light Co. was started on September 1. 
J. P. McNulty, Pine Bluff construction 
contractor, has been awarded the con- 


tract to erect the foundations, main 
building superstructure and all inci- 


dental structures, for approximately 
$200,000. 

Design of the power house was 
changed from steel framework to rein- 
forced concrete several months ago in 
order that the steel might be saved for 
the war effort, C. S. Lynch, executive 
vice-president, stated, in announcing the 
award of the contract. 

Preliminary construction work is 
progressing rapidly, Mr. Lynch said. 
The entrance road from the highway 
has been graveled. A 1,500-foot rail- 
road spur has been constructed from 
the main line of the Cotton Belt rail- 
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road and 35,000 yards of dirt has been 
moved in leveling off the plant site and 
yard. S. M. Dixon, Warren contractor. 
has done the preliminary excavating. 

William Wolford, who has spent the 
last 20 years designing and erecting 
power plants, has been named construc. 
tion superintendent. 





NEWS BRIEFS 


A “CONSIDERABLE QUANTITY” of prec- 
ious copper wire and other scarce ma- 
terials, owned by the Arkansas Power 
& Light Co., were destroyed in a fire 
which ravaged the business section of 
Dardenelle, Ark. recently. 





WHEN THE PHILADELPHIA ELecrric 
Co. scrapped the distribution mains of 
its abandoned Norristown gas plant— 
one of America’s first suburban gas 
installations—approximately 75 tons of 
iron and steel were made available for 
the war effort, according to a WPB 
announcement. Bulk of the salvage 
consisted of 6- to 24-in. cast iron mains. 


Tue SEC was set September 23 for 
a hearing on the applications of South 
Carolina Electric & Gas Co. and Lex- 
ington Water Power Co. for a merger 
of the two companies (ELEcTRICAL 
Wor.p, September 5, page 72). The 
commission also announced that hear- 
ings on the proposed plan of liquidation 
of the Northern States Power Co. have 
been transferred from Philadelphia to 
St. Paul Minn., starting September 14. 


THe FreperaAL Power ComMISssioNn 
has announced the 
two previously scheduled 
Georgia Power Co.’s declaration of in- 
tention to complete construction of its 
Furman Shoals hydro-electric project 
on the Oconee River in Georgia has 
had hearing postponed from September 
14 to September 21 at Atlanta; the 
commission’s show cause order direct: 
ing the Aluminum Co. of America and 
the Carolina Aluminum Co. on the 
question of why three of their plants 
should not be under federal license 
has had oral argument hearing post: 
poned from September 8 to September 
18 at Washington, D. C. 


postponement of 
hearings: 


WoMEN METER READERS recently 
made their initial bow to the public of 
Victoria, B. C., several young women 
having been taken on the staff of the B. 
C. Electric Railway Co. meter-reading 
department to replace men now serving 
with the armed forces. At the present 
time these women are undergoing 4 pre 
liminary course of training and will, 
for a time, make their meter-reading 


rounds under the supervision of am 
experienced meter reader. 
September 12. 1942 
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* e covering facilities such as_ petitioner 
FP( Files r1e on sought to segregate by transfer to the 


Connecticut Power Co., would consti- 


sé 3 tute a small fracti f these < ts, 
Hartford Test Case er Ce cuenie bimadiina meee 


tion of that small fraction, they added, 


Court test to determine commission's jurisdiction over accounting would be utterly helpless to correct 
practices of the Hartford Electric Light Co. — Labeled a the evils of write-ups and inflation of 


test case for the entire electric utility industry 


The Federal Power Commission re- 
cently filed a brief in the United States 
Circuit Court of Appeals for the Sec- 
ond Circuit in a case which it asserted 
“has the most far-reaching relation to 
the basic question of the ability of the 
government to correct and control the 
admitted abuses of the entire electric 
utility industry.” The brief supports 
the commission’s determination that 
the Hartford Electric Light Co. is a 
“public utility” within the meaning of 
the Federal Power Act and therefore 
within the jurisdiction of the commis- 
sion. 

The proceeding before the court is a 
petition by the Hartford utility for a 
review of the commission’s order of 
October 21, 1941, reaffirming an order 
of February 25, 1941, whereby the 
Hartford company was found to be a 
“public utility” and was directed to 
keep its accounts in accordance with 
the Uniform System of Accounts pre- 
scribed by the commission. In the 
brief filed by the FPC it was contended 
that, if the Hartford company could 
escape federal regulation as to its 
accounts. “there would be few, if any, 
electric utilities which could not take 
advantage of it.” 


Test Case for Industry 


The proceeding, considered by the 
‘commission and the utility as a test case 
for the entire electric utility industry, 
involves principally the question as to 
whether the sale of electric energy by 
the Hartford Electric Light Co. at its 
South Meadow steam-electric generat- 
ing plant to its affiliate, the Connecticut 
Power Co., which company receives the 
nergy at its South Meadow transmis- 
sion substation and transmits it there- 
‘rom to the Massachusetts-Connecticut 
state boundary for ulimate use by con- 
sumers in Massachusetts, renders the 
Hartford ‘ompany a “public utility” 
within the commission’s jurisdiction. 

The FPC brief hits at the Hartford 
company s claims that it is a model of 
“Mat an electric utility should be and 
a the company’s implied criticism of 
ite extent and intensity of the com- 
mission's activities in this particular 
Proceedin 


we P : 
Such a statement comes with ill 
eace Irom petitioner which sought this 


Proceed); 


is a test case for the indus- 
ry.” 4] “a ; 
» the brief says. “In electing to 





accounts revealed by the Federal Trade 
Commission investigation of the electric 
utility industry. 
stand for the test, the petitioner deliber- 
ately invited the commission to try the 
technical issues in which not only the 


petitioner but a large part of the ine Colorado Dam Named 
dustry is interested. If petitioner can for Congressman Mansfield 


succeed in avoiding federal accounting 
requirements with respect to the greater As a testimonial to Congressman 
part of its business by its device of J. J. Mansfield of Texas, chairman of 
drawing a corporate veil between its the rivers and harbors committee, for 
major transmission facilities and the his efforts in bringing about the con- 
rest of its facilities, then the nullifica- struction of a series of four flood con- 
tion of the Federal Power Act is_ trol and power dams on the Colorado 
sealed.” River, by the Lower Colorado River 
Authority, the largest of the dams has 
been officially designated the Mansfield 
Original cost studies filed by 211 Dam, in a recent ceremony. 

companies as of June 30, 1940, the Construction of the Mansfield Dam 
FPC’s brief said, showed amounts in’ and power plant was started on Janu- 
excess of original cost aggregating ary 14, 1937, and it was completed 
$405.065.263 had theretofore been in- in March, 1942, at a cost of $29,620.- 
cluded in the book figures for electric 000, according to Max Starcke, general 
plant accounts aggregating $4,749,737... manager of the LCRA. It has a ca- 
582. The transmission plant accounts. pacity of 75.000 kw. 


Cites Original Cost Studies 
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TRANSFER—President James V. Toner (left), Boston Edison Co., turned over ownership 
of radio station WEEI on August 31 to Harold E. Fellows, general manager of the 
station, representing the Columbia Broadcasting System, Inc. Started in 1923 as Boston 
Edison’s experimental mobile station WTAT, WEEI went into service in 1924 as a 
500-watt fixed installation keynoted under the then President C. L. Edgar as the com- 
pany’s “Friendly Voice.” In 1936, under President Frank D. Comerford, a 5,000-watt 
high-fidelity transmitting station was opened at Medford, leased to CBS and operated 
by it since. Complimentary remarks about the station’s service in peace and war 
were made by Governor Saltonstall of Massachusetts in connection with the transfer 
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POLE-TOP RESUSCITATION—Developed by E. W. Oesterreich of Duquesne Light Co., 
the pole-top method of resuscitation proved its value recently when three power linemen 
were installmg a transformer platform on a 40-ft. pole of the Cincinnati Gas & Electric 
system. One lineman was burned on the top of the head, caused by his cap’s metal 
button coming in contact with a 4,000-volt expulsion fuse, projecting below the porcelain 
fuse box. He lost consciousness from the 2,400-volt shock, but prompt application of 
resuscitation by his fellow linemen saved ten minutes time formerly required to lower 
the victim and resulted in the saving of his life. Here the three principals re-enact 
the life-saving act for the benefit of other linemen 





Hearing Denied On 
Arkansas Water Sale 


Joint applications filed with the state 
Utilities Commission by the Arkansas 
Power & Light Co. and the Arkansas 
Municipal Water Co. requesting ap- 
proval of sale by the former to the lat- 
ter of water systems in 20 cities and 
towns were returned to the applicants 
by the commission recently on the 
grounds that they failed to comply 
with regulations. The applications for 
a hearing on the proposal must be con- 
solidated, the commission said, citing 
thirteen regulations which had been 
violated rendering them deficient for 
action by the commission. 

In the meantime a number of cities 
and towns affected by the proposed 
purchase by the Arkansas Municipal 
Water Co. of the water systems of the 
utility successfully intervened in the 
proceeding on the basis of proposed 
purchase of the water properties by the 
municipalities. These interventions will 
be consolidated in the general hearing 
on the transaction when it is approved 
by the commission. Sale price of the 
water systems is set at $2,902,500 for 
properties valued by the utility com- 
pany at $5,.697.101 on December 31, 
1936. 
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Officials of the power company and 
the water company were required by 
the commission to file “detailed inven- 
tory and appraisals, showing cost of 
the property by cities and towns as of 
July 1, 1942.” When these and the 
rest of the provisions of the commis- 
sion’s order denying the request for a 
hearing are satisfied, the commission 
said, a hearing will be held on the ques- 
tion, 


Co-op to Serve 
New Electric Projects 


The Volunteer Electric Cooperative, 
Cookeville, Tenn., has been asked by 
the Army to provide electric service for 
a $3,000,000 internment camp and hos- 
pital to be erected in Cumberland 
County, according to a recent an- 
nouncement. In addition, the co-op has 
been requested to build a 7-mile tie- 
line from the end of its line northwest 
of Jamestown to supply electricity to 
Brydstown in Pickett County. Byrds- 
town is now being supplied by the Tri- 
County Electric Membership Corp. and 
the switch will enable the energy to 
be transferred to the vicinity of the 
Dale Hollow Dam in Clay County. 


International Files 


Dissolution Plan 


One month after the Securities and 
Exchange Commission had issued an 
order directing that the International 
Hydro-Electric System be liquidated 
and dissolved (ELectricaL Wonrtp. 
August 1, page 8) the holding company 
filed a plan with the commission to 
comply with the order. The proposed 
plan outlines eventual disposal of the 
company’s interests in the New Eng. 
land Power Association, Gatineau 
Power Co., Hudson River Power Corp., 
System Properties, Inc., Corinth Elec- 
tric Light & Power Co. and the Moreau 
Manufacturing Co., with total aggre- 
gate book value of $85,801,773. 

“The plan,” the company states, “is 
based on the assumption that in the 
liquidation each class of securities, in 
order of their seniority, must be fully 
satisfied before anything can be ap- 
plied to any security junior thereto, 
but that the liquidation must be carried 
out in such manner as to avoid any 
unnecessary sacrifice of values or other 
unnecessary hardship on the junior 
security holders.” 


Summary of Plan 


The plan may be briefly summarized 
as follows: 

International will distribute, as soon 
as possible, 1,434,672 shares of the 
outstanding 1,439,042 shares of Gati- 
neau Power common stock to holders 
of $26,568,000 of 6 percent convertible 
gold debentures, due 1944, in exchange 
for part of their debentures and interest 
coupons. Exchange rate will be 54 
common shares for each $1,000 of de- 
bentures. Securities of other subsidi- 
aries will be distributed to the debenture 
holders as soon as these securities are 
put in distributable form. 

In regard to its investment in the 
New England Power Association, the 
proposed plan of International con- 
templates the reorganization of New 
England to conform with SEC’s cor 
porate simplification action, now pend- 
ing, and the receipt by International of 
new common stock in exchange for 
present New England Power shares. 

A plan is also under way for re 
organization of Hudson River Power 
Corp. and System Properties, Inc., com 
templating merger of the two companies 
with a single class of common stock. 
Publicly held debt of the two com: 
panies would be refinanced at a lower 
interest rate and International would 
receive all the stock of the reorganized 
company in exchange for the stock and 
debt of the companies which it now 
holds. 

International’s investments 
and Moreau would be dispos 


in Corinth 
ed of for 
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New England Utilities 


Form Coordination Group 


Representatives of power industry establish pooling committee to 
aid War Production Board in carrying out objectives 


of Order L-94 and minimize curtailment of supply 


Presidents of ten leading New Eng- 
land electric utilities have established 
a regional co-ordination committee to 
facilitate the supply of energy to the 
northeastern power market in co-oper- 
ation with the WPB and have ar- 
ranged to advise every private and mu- 
nicipal system in the territory of this 
step and to invite all such operations 
to enter into any pooling program 
which may be essential to maintain the 
objectives of WPB order L-94. Notifi- 
cation of the foregoing systems is to 
take place regardless of whether or not 
they have generating facilities. This 
action has been under consideration 
following a recent conference with J. 
A. Krug, J. E. Moore and Earle Wild 
of the WPB power branch, during 
which the New England power situa- 
tion was thoroughly gone over and some 
of the steps reviewed which should be 
followed in order to comply with L-94. 

This committee consists of F. C. 
Abercrombie, Western Massachusetts; 
W. C. Bell, United Illuminating; C. L. 
Campbell, Connecticut Light & Power; 
F. D. Campbell, New England Gas & 
Electric; Samuel Ferguson, Hartford 
Electric Light; E. M. Graham, Bangor 
Hydro-Electric; I. L. Moore, New Eng- 
land Power; P. J. Rempe, Montaup 
Electric; A. R. Schiller, Public Service 
of New Hampshire and New England 
Public Service Co., and James V. Toner, 
Boston Edison. 


Operating Committee Named 


The objectives of L-94 call for the 
pooling of all available surplus ca- 
pacity and the operation of New Eng- 
land as an integrated unit as far as 
facilities may permit and that prior to 
the occurrence of any shortage advance 
study be made as to its possible degree 
and extent, and of corresponding cur- 
tailment measures calculated to create 
the minimum of civilian disturbance. 
In such a study the committee proposes 
to co-operate with the appropriate WPB 
agencies on whom rest the sole respon- 
sibility for any curtailment orders. 

In addition to the top coordinating 
committee there was named on the 
request of Mr. Krug a committee of 
operating officials, one from each com- 
pany, to confer from time to time with 
Mr. Wild. the regional WPB repre- 
sentativ on matters concerning de- 
tailed operations. This committee is as 


follows: E. J. Amberg, Connecticut 
Light & Power; W. R. Bell, New Eng- 
land Power; E. C. Brown, Hartford 
Electric Light; H. L. Durgin, Central 
Vermont Public Service; R. N. Has- 
kell, Bangor Hydro-Electric; F. L. 
Hunt, Western Massachusetts Com- 
panies; C. E. Molsberry, United Illu- 
minating; G. U. Parks, Montaup Elec- 
tric; R. D. Stauffer, New England Gas 
& Electric; H. W. H. Wellington, Bos- 
ton Edison; W. H. Williams, Public 
Service of New Hampshire, and W. F. 
Wyman, Central Maine Power and 
Cumberland County Power & Light. 

It is expected that this operating 
committee may be asked to obtain data 
and information that the WPB may 
find necessary or desirable in order to 
accomplish its purpose of integrating 
the operation of interconnected systems 
and of setting up machinery for cur- 
tailing the use of electricity, so that 
if in any area a power shortage exists, 
electricity will be available for war 
production and essential civilian uses. 
In seeking the co-operation of the vari- 
ous systems, it is being pointed out 
that no desire exists to interfere with 
contractural relations existing or to be 
had in future between various com- 
panies and/or municipalities. All inter- 
ested systems are invited to become 
co-operating companies (or municipal 
departments) and to get in touch with 
such member of either the operating 
committee or the general committee, 


as is most convenient, to receive infor- 
mation or offer suggestions, designating 
the proper individual in the operating 
organization with whom matters of this 
nature may be taken up. 


Autonomy Preserved 


In seeking to co-operate fully with 
the WPB’s L-94 requirements, it is 
being emphasized that procedure ap- 
pears to be simple, feasible and leaves 
to each company the maximum amount 
of freedom to operate and carry on its 
own business as seems best in relation 
to L-94. Should any additional inter- 
connection be required in order to 
prevent a shortage and if such connec- 
tion would carry with it the exchange 
of power in either direction, it is sug- 
gested in a typical communication from 
a general committee member to a local 
system in his state that the systems 
immediately concerned make the ar- 
rangements for the tie-in capacity. The 
general committee will endeavor to 
see that the load dispatching essen- 
tial to integrated operation in the pool- 
ing arrangement is effectively organ- 
ized. Both committees assume no re- 
sponsibilities in relation to the obliga- 
tions of other systems under L-94 or 
of these systems to federal or state regu- 
latory bodies. 


Union Electric Co. 
Has Radio Station 


Relaying of any orders and special 
instructions during emergencies at the 
Union Electric Co., St. Louis, will be 
facilitated in the future through in- 
stallation recently of a new two-way 
radio station which will operate in con- 
junction with two-way radio-equipped 
emergency service trucks. 

The utility has been assigned sta- 


tion call letters KUEC by the FCC. 





BUILDING INTAKE DUCT—Construction of forms for concrete intake progresses in 
connection with unit No. 1 circulating water supply at Boston Edison’s new Mystic 
steam plant. The initial installation is rated at 50,000 kva. 
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cash, in the plan. Any remaining assets 
after the settlement with debenture 
holders will go to International’s stock- 
holders. 


Army Surveying 
N. Y. Power Line 


At the request of the War Produc- 
tion Board, U. S. Army Engineers are 
making a detailed field survey of a 
high-voltage transmission line linking 
Consolidated Edison Co. in New York 
with Public Service of New Jersey un- 
der the Hudson River and across the 
Jersey marshes. 

The line, often under consideration 
during the last year, is now being seri- 
ously studied as a potential means of 
making surplus New York energy 
available to New Jersey for a govern- 
ment aluminum plant in that state. 

Revival of consideration of the tie 
has whipped up a bitter controversy 
in Washington and a final decision has 
not yet been reached. The Army’s 
power section strenuously opposes con- 
struction of the line on the grounds 
that it would use too much critical 
copper and steel. Other opponents 
have charged the line would be an- 
other step in a major government- 
owned transmission line between New 
York and the site of the St. Lawrence 
power project, pet development of the 
Administration, and thus would be 
used as a lever to put over another 
federal power domain. 

Such a line, from Massena, N. Y.. 
down the west side of the Hudson 
River to New Jersey and across the 
marshes into the Metropolitan area. 
was proposed a year ago by public 
power advocates within the Administra- 
tion as a prelude to building St. Law- 
rence. One section, from Taylorville 
to Massena, was built at that time by 
the Army Engineers for Defense Plant 
Corp., an RFC subsidiary. The _ pres- 
ent proposal also contemplates engi- 
neer construction for DPC account. 


S.E.E. Announces New 
Chairman Appointments 


L. P. Sweatt, president of the South- 
eastern Electric Exchange, has an- 
nounced the following chairman ap- 
pointments to direct the sectional activi- 
ties of the exchange during the ensuing 
year: 

Accounting, J. D. Stietenroth, Mis- 
sissippi Power & Light Co.; employee 
activities, T. Norman Jones, Virginia 
Electric & Power Co.; engineering and 
operation, P. J. Carlin, Florida Power 
& Light Co., and sales, W. M. Stanley. 
Alabama Power Co. 
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100,000 Refrigerators 


Released by Government 


Stockpile now considered to be more than adequate for wartime hous. 


ing — Boxes to be released through normal commercial 


channels — Buyer's need to rule on purchase 


Because the government stockpile is 
now considered to be higher than 
needed for war housing requirements 
and contains too many de’ luxe model 
large-size units, The War Production 
Board this week released about 100,000 
domestic mechanical _ refrigerators— 
mostly electric, but some gas—for sale 
to consumers, 

One-half the total released are units 
which have been “frozen” since Febru- 
ary 14 in the hands of dealers and 
independent distributors. The others, 
held by manufacturers and affiliated 
distributors, will be selected by WPB 
for release through normal commer- 
cial channels. 


Must Be for Personal Use 


The released units may be sold to 
any one signing a certification that the 
refrigerator is for personal use of his 
family or tenant and that “I have no 
other domestic mechanical or ice refrig- 
erator at my disposal (or, I have dis- 
posed of any domestic mechanical or 
ice refrigerator which has been at my 


disposal since February 14, 1942, to 
a dealer or consumer.” WPB intends 
this wording to permit trade-ins. Sole 
restriction on independent distributors 
is that they must dispose of their 
“unfrozen” units through normal dis- 
tributive channels in accordance with 
their 1941 flow of merchandise. 


Stockpile Surplus Remains 


The stockpile of mechanical refrig- 
erators was 615,000 units, as of June 
15, and has been reduced since then 
only by authorized withdrawals for 
war housing, etc. Present estimates 
indicate a need for 465,000 units 
through June, 1944, so that release of 
100,000 units for sale now still leaves 
a stockpile surplus. 

Kerosene-operated mechanical re- 
frigerators, however, are short of war- 
time needs. None of this type of unit 
was released in the present program 
and it is announced that Servel is to 
turn out 12.000 stripped-box units 
without trademark nameplate for gov- 
ernment use. 











CANADIAN ELECTRICAL MEETING—Members of the Ontario Municipal Electric Ass 
ciation, eighth district, are shown above at their annual convention held recently 
at Windsor, Ontario. Fred Rhoads, purchasing agent of the Hydro division of the 
Windsor Utilities Commission, is shown addressing the meeting on the subject of 
standardization of electrical switch manufacture. Following his talk, the association 
passed a resolution asking the Standardization Committee of the War Time Prices 
and Trade Board to take steps leading to immediate standardization. Board in reo 
of speaker contains several hundred of the numerous types of switches now being 
manufactured 
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PRIORITY AND 
PRICE SHORTS 





WPB’s POWER DIVISION has recodified 
its war housing utility service ex- 
tension regulations and the standards 
for housing service. No _ important 
changes in the amount of materials per- 
mitted nor in procedures to be followed 
are made in the revised version. For 
electric service extensions and for per- 
mitted war housing electrical loads, the 
provisions are identical. 


OPA HAs ‘sample state- 
ment” showing the method which shops 
servicing electrical and gas appliances 
and radios must file with their local 
War Price and Rationing Board under 
Maximum Price Regulation No. 165, as 
amended. It’s available from local of- 
fices as release T-821. 


MANUFACTURING SPECIFICATIONS lim- 
iting the use of non-ferrous metals and 


‘ 


ISSUED a 


the weight of ferrous metals which may 
be used for coil or tube assemblies for 
refrigeration condensers or coolers have 
been promulgated by WPB_ under 
Order L-126. ‘The “specs” are de- 
signed to reduce the amount of copper 
by 40 pounds per ton of refrigeration 
capacity—a total of 3.100 tons a year 
on the basis of 1941 production. 


WHOLESALERS OF WIRE, CABLE and 
cable accessories are given relief from 
an inadvertent price “squeeze” through 
issuance by OPA of Amendment No. 
2 to Price Regulation 82 bringing this 
class of supplier under the same “ceil- 
ing” as manufacturers. Wholesalers 
of wire and cable have been subject to 
Price Regulation 136, which pegs prices 
to October 1, while wire and cable 
manufacturers, under Regulation 82, 
are limited to prices in effect as of 
October 15, which, in some instances, 
are higher than the level of two weeks 
earlier. The amendment is made retro- 
active to July 22, effective date of Regu- 
lation 136, to cover any transactions 
which have already occurred. 


Correction 


qn the August 15 issue of ELECTRICAL 
Wortp a news story, “Accounting Pro- 
cedure Issue in N. Y. Case,” contained 
‘n error of fact. The story concerned 
@ recent order of New York’s Public 
Service Commission directing the mu- 
Ueipal electric plant of the village of 
Wellsville. N. Y., to correct its ac- 
“ounts by eliminating from its capital 
“sts a sum which the utility had in 
the past < harged to operating expenses, 
but contended that now should be in- 
cluded in its fixed capital accounts. 
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The story contained the statement that 
court reviews, on appeal, had upheld 
the commission view. 

E. J. Rowe, superintendent of the 
Wellsville Water & Light Department, 
points out that the only occasion the 
courts upheld the Public Service Com- 
mission in the Wellsville case was when 
the court denied the village of Wells- 
ville’s application for an injunction to 
restrain it from holding further hear- 
ings, and introducing additional evi- 
dence, in a case already adjudicated. 
When the commission sought to up- 
set the city’s successful appeal from the 
original decision the Court dismissed 
the commission’s appeal on the grounds 
that the decision appealed from was 
not a final order, the matter having 
been remitted by the lower court to 
the commission for further action. The 
commission thereupon reopened hear- 
ings to take further testimony—an ac- 
tion which the village sought to pre- 
vent, but which was denied by the 
Supreme Court. 


Signal Corps Gets 
REA Engineers 


A dozen engineers who have been 
supervising construction of rural lines 
financed by the Rural Electrification 
Administration have volunteered for a 
special communications construction 
job for the U. S. Army Signal Corps. 
REA announces. 

The project is not disclosed, but 
REA stated that the men are being 
loaned only for a temporary period 
inasmuch as the war job must be com- 
pleted as soon as possible because of 
severe weather conditions at the project 
locale. Members of the group are 
Reginald E. Cole, Peter A. Mancini. 
Robert Welty, Harold R. Brown, John 
P. Hewitt, Frederick B. Liquin. James 
B. Payne. Raymond W. Lynn, Earl F. 
Clark, Glyden F. McMeel, David EF. 


Alexander and Frank F. Holmes. 


Valve Contracts Awarded 
on Nisqually Project 


Contracts for supplying valves for the 
Nisqually electric power project at Al- 
der and La Grande, Wash., have been 
let by the Tacoma Board of Contracts 
and Awards as follows: 

Pelton Water Wheel Co., San Fran- 
cisco, $45,400, to supply 120-inch but- 
terfly valve for the tunnel at La Grande; 
S. Morgan Smith, York, Pa., $34,675, 
for two 66-inch gate valves at the Alder 
and La Grande dams. Home Electric 
Co., Tacoma, received contract to supply 
three 15-kv. oil circuit breakers for the 
light division, for $13,253. 
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Nebraska and Kansas 
Utilities Tie-In 


Nebraska Power Co. and the Kansas 
Gas & Electric Co. were linked this 
week in a new 154,000-volt transmission 
line which stretches 270 miles from 
Omaha to Midian, Kan. The intercon- 
nection also meant the pooling of power 
in 3] states. 

Officials of Nebraska Power stated 
the interconnection will make about 
35,000 hp. of electric generating ca- 
pacity, which the two utilities previ- 
ously had to hold in reserve for emer- 
gencies, available for use of additional 
war industries in this area. 

J. E. Davidson, president of Nebraska 
Power, in commenting on the new line 
said: “It carries the highest voltage 
ever used on a transmission line be- 
tween the Mississippi River and the 
Rocky Mountains . . .” 

Through other connections, the power 
plants of Nebraska Power and Kansas 
Gas & Electric are hooked up with 
those of sixteen other utilities in Ne- 
braska, Kansas, Oklahoma, Arkansas, 
Texas, Louisiana and Mississippi. 


Aluminum Plant 
Will Get Power 


Representatives of the federal agen- 
cies involved and the Aluminum Co. 
of America have concluded confer- 
ences regarding plans for the Ark-La 
Electric Co-operative, Inc., to furnish 
power for the Jones Mill Works, near 
Hot Springs, Ark., but details of the 
agreement will be released later. 

Thomas Fitzhugh, attorney for Ark- 
La. declined to discuss the conference, 
but stated that the recent order of 
the War Production Board halting 
REA construction jobs does not apply 
to Ark-La’s line between the aluminum 
plant and Markham’s Ferry, Okla. The 
line received an A-l priority and was 
ready to deliver power June 1, ac- 
cording to Mr. Fitzhugh. 


REA Makes Two New 
Allotments in Georgia 


Rural Electrification Administration 
has recently allotted $92,000 to two sys- 
tems in Georgia. 

Georgia 37 Douglas, Douglas County 
Electric Membership Corp., Douglas- 
ville, has received $34,000 to cover un- 
anticipated costs in connection with a 
former allotment, and Georgia 86 Semi- 
nole, Three-Notch Electric Membership 
Corp.. Donalsonville, has been allotted 
$58,000 to permit extension of service. 
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Exchange of Power 
Rights Progresses 


Completion in the near future of ne- 
gotiations with the Province of Quebec 
will flash to the Ontario Hydro-Electric 
Power Commission a go-ahead signal 
for the development work on the Upper 
Ottawa power sites. 

Physical development on the $40,- 
000,000 des Joachims site will begin 
the moment that the work involved in 
exchange of power rights on the Ottawa 
River by the provinces of Quebec and 
Ontario has been completed. 

Under the plan Ontario is granting 
to Quebec the right to the development 
of potential power in the Carillon and 
Rocher Fendu sites on the South Ot- 
tawa, below Ottawa City, and a similar 
extension is granted by Quebec to 
Ontario for the development of Cave, 
Fourneaux and des Joachims, north of 
Pembroke. 

By the exchange both provinces elimi- 
nate difficulties attending the joint con- 
struction of power works upon a boun- 
dary water. Besides, Carillon is closer 
to the Quebec market and, by trans- 
mission line distance, des Joachims is 
nearer to the Niagara System, by about 
85 miles, than the South Ottawa site. 
It is estimated that a 200-mile trans- 
mission line will pipe power into To- 
ronto or the Burlington substation from 
des Joachims. 

Ontario, it is estimated, has secured 
in the transfer sole rights of at least 
400,000 hp. 

The Quebec Legislature, at its last 
session, gave formal approval to the 
exchange, but, under rights vested in 
the Ontario cabinet, Ontario’s approval 
can be given by order-in-council. It is 
stated that settlement has been achieved 
so far as the Upper Ottawa sites are 
concerned and that the final seal will 
be placed upon the Carillon section in 
a matter of days. 


Florida Utility Launches 
New “Wartime” Program 


Wartime problems facing electric 
appliance dealers is the keynote of the 
Florida Power & Light Co.’s “Wartime 
Program,” which is being presented to 
distributors, jobbers and dealers. 

The two principal fields open to ap- 
pliance dealers—allied lines, and repair 
and rebuilding—are covered in detail. 
Recognizing the fact that every day 
brings new problems, the company 
plans to use the dealer sales developer 
as a medium to keep this “wartime pro- 
gram” constantly up to date. 

Many helps are made _ available 
through the company to appliance deal- 
ers. These include advertising and pro- 
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motional helps, repair prospects and 
training schools for dealer or repair- 
men. With the co-operation of manu- 
facturers and distributors, the company 
is setting up and maintaining complete 
files with reference to parts replacement 
catalogues and prices. 


MEETINGS 


Edison Electric Institute—Electrical equipment 
committee, Gibson Hotel, Cincinnati, Ohio, 
October 19-20; transmission and distribution 
committee, Gibson Hotel, Cincinnati, Ohio, 
October 19-20. Major H. S. Bennion, managing 
director, 420 Lexington Ave., New York, N. Y. 


National Association of Railroad and Utilities 
Commissioners—Annual convention, Baker Hotel, 
Dallas, Tex., November 10. Ben Smart, secre- 
tary, 7411-13 New Post Office Bldg., Wash- 
ington, D. C. 


Previously Listed 


Municipal Electric Utilities Association of New 
York State—Annual conference, Lake Placid, 
N. Y., September 16-18. H. E. Pearsall, secre- 
tary, 17 Whaley St., Freeport, N. Y. 


International Association of Electrical Leagues— 
Annual conference, Hotel Cleveland, Cleveland, 
Ohio, September 17-19. O. C. Small, secretary, 
155 East 44th St., New York, N. Y. 


International Association of Electrical Inspectors 
—Northwestern Section, Portland Hotel, Port- 
land, Ore., September 17-18, F. D. Weber, sec- 
retary, P. O, Box 70, Portland, Ore. Southwest- 
ern Section, Fresno, Calif., September 21-23, 
H. L. Gerber, secretary, Room 205, City Hall, 
San Francisco, Calif. Western Section, Book- 
Cadillac Hotel, Detroit, Mich., October 5-7, 
F. H. Moore, secretary, 320 N. Meridian St., 
Indianapolis, Ind. Eastern Section, Taft Hotel, 
New Haven, Conn., October 12-14, F. N. M. 
Squires, secretary, 85 John St., New York, N. Y. 
Southern Section, John Marshall Hotel, Rich- 
mond, Va., October 19-21, C. M. Jones, secre- 
tary, 307 Trust Company of Georgia Bldg., 
Atlanta, Ga. 


IIluminating Engineering Society—Annual conven- 
tion, Hote] Jefferson, St. Louis, Mo., Septem- 
ber 21-22. Frank G. Horton, executive secre- 
tary, 51 Madison Ave., New York, N. Y. 


Association of Iron and Steel Engineers—Techni- 
cal conference, William Penn Hotel, Pittsburgh, 
Pa., September 22-24. Brent Wiley, managing 
director, Empire Bldg., Pittsburgh, Pa. 


Indiana Electric Association — Business meeting, 
Indiana War Memorial Bidg., Indianapolis, Ind., 
September 24-25. R. E. Blossom, secretary, 1414 
Circle Tower, Indianapolis, Ind. 


Southeastern Electric Exchange—Engineering and 
Operating Section, fall conference, Henry 
Grady Hotel, Atlanta, Ga., September 24-25. 
John W. Talley, executive secretary, 303 Haas- 
Howell Bldg., Atlanta, Ga. 


International Municipal Signal Association—An- 
nual meeting, Benjamin Franklin Hotel, Phila- 
delphia, Pa., October 4-7. Irvin Schulsinger, 
secretary, 8 East 4lst St., New York, N. Y. 

Electrochemical Society — Fall meeting, Hotel 
Statler, Detroit, Mich., October 7-10. Colin G. 
Fink, secretary, Columbia University, 3000 
Broadway, New York, N. Y. 

Kansas Association of Municipal Utilities—Annual 
convention, Porter Hotel, Beloit, Kans., October 
12-13 L. C. Angevine, secretary, City. Hall, 
McPherson, Kans. 

American Society of Mechanical Engineers—Fal!| 

eeting, Hotel Sagamore, Rochester, N. Y., 
October 12-14. Ernest Hartford, executive as- 
sistant secretary, 2? West 39th St., New York, 
N.Y. 

American Welding Society—Annual meeting, Ho- 
tel Cleveland, Cleveland, Ohio, October 12-15 

Miss M, M. Kelly, secretary, 2? West 39th St., 

New York. N. Y. 


st Electrical Association—Business De- 
t and Administrative Services Sec- 
f 1n Hotel, Fresno, Calif., Octo 
National Electrical Manufacturers Association— 
Annual meeting, Waldorf-Astoria Hotel, New 
rk, N. Y., October 26-30. W. J. Donald 
anaging director, 155 East 44th St., New York 

NI 
National Safety Council—Annua! congress, Sher 
man Hot Chicago, IIl., October 27-29. N. H. 
Jearborn, managing director, 20 N. Wacker 

Chicago, Ill. 


Utility Accident 
Rate Decreases 


The average accident frequency rate 
for public utilities in 1941 was 12.53 
reportable injuries per million hours 
worked, or 18 percent below the general] 
average for all industries, according to 
the annual report on accident rates jn 
the public utility industries of the Na. 
tional Safety Council. Public utilities 
had slightly better results in compari- 
son with 1940 than did American 
industry as a whole, the council re. 
ported. While frequency rates increased 
7 percent on the average, severity rates 
averaged 1] percent lower. 

Net reductions in injury rates since 
1926 were 76 percent for frequency and 
71 percent for severity—improvements 
in each rate being considerably larger 
than the reductions by most industries. 

Large companies had the lowest 194] 
injury rates, averaging 11.94 for fre- 
quency and 1.37 for severity; small 
organizations had the highest injury 
rates and also the largest increases in 
both rates from 1940. Yet the Fall River 
Electric Light Co., Fall River, Mass. 
was reported to hold the best all-time 
no-injury record—4,337,640 man-hours. 


INATTENTION 


THAT SKYGLOW NOW 
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SAFETY APPEAL—Effective accident pre 

vention poster designed by C. P. Corey: 

chief system operator, New England Power 
group, Millbury. Mass. 


Biggest problem in the industry from 
a safety standpoint, the council said, Is 
the prevention of fatalities in electrical 
operations. One in 33 reportable In 
juries was a death during the past five 
years in comparison with one in 132 for 
eas companies and one in 98 for Amet 
can industry as a whole. 
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| EVER BEFORE 






HIGH SURGE CAPACITY 


The special L-M valve composition will handle high-amper- 
age and long-tail surges equally well. 


LOW IMPEDANCE 


Due to its characteristics, the L-M valve material holds inter- 
nal resistance (IZ drop) to low values at all surge currents. 


MOISTURE-PROOFNESS 


Double “elastic” sealing at top and bottom, controlled pro- 
duction and thorough routine tests result in highest, perma- 
nent moisture-proofness. 


PERMANENCE OF CHARACTERISTICS 


L-M valve material is chemically and electrically absolutely 
stable, does not change its characteristics in operation, 
assures same unfailing operation, after years of performance. 


VISUAL-INSPECTION GLASS BODIES 


Glass bodies, exclusive with L-M Arresters (Pat. No. 2,165, 
964) permit easy inspection of Arrester condition at any 
time without costly laboratory or field tests. 


THE ISOLATOR FOR FEEDER-LOCK- 



























) OUT PREVENTION 
“an Any arrester might become damaged at some time in ser- 
1 Powet vice. The L-M ISOLATOR will then save you time and money 


because it will automatically cut off the faulty arrester from 
the line, preventing feeder lock-out or phase grounding 
Only L-M Arresters have the ISOLATOR. (Pat. Pending). 


Detailed information further explaining and illustrating these 

trica features and the reasons why they contribute to better ser- 

ible it vice are fully covered in L-M Bulletin 40151. Write for it or 
\ ask your L-M representative for a copy. 
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OLD PENSTOCK INTO NEW— 
To maintain service and con- 
serve materials, steel from a 
7-{t. penstock installed at Mon- 
roe Street power station of 
Washington Water Power Co. 
in 1889, is being rerolled into 
20-in. pipe and installed at 
the Dalkena station of the 
company, according to B. M. 
Merrill, manager of the power 
supply department. Above, 
one of the old penstocks is 
shown partially dismantled; at 
right members of welding crew 
trim rivet seams from plates 


A CILCO PETITION — Clyde 
Organ, manager Central Illinois 
Light Co., Springfield, Ill., pre- 
sented a petition recently to Mrs. 
Marie Moore Smith, clerk of the 
City Council, to renew or extend 
the company’s present franchise 
for a period of 20 years. The 
petition contained 1,209 pages 
and had the signatures of 28,466, 
or 61 percent, of the city voters. 
The Cilco franchise expired this 
year and has not been renewed 
by the City Council. The city has 
a municipal plant, of which Cilco 
is a@ competitor. Signing of the 
petition forces the City Council to 
act at once or place the question 
of the renewal on the ballot for a 
referendum vote at the November 
3 elections 


WEST PENN CIRCUIT BREAKER INSTALLATIONSOne 
ever built by Westinghouse is shown, below, goifiy int 


Power Co. substations. This 138-kv. compressed & bre 


of 1,500,000 kva., will serve on a tie line connecthe tw 
workmen are positioning the current transformer § the 





LATION#One of the largest air circuit breakers 
low, goiffy into service at one of the West Penn 
ressed @ breaker, with an interrupting capacity 
connect two important systems. In the picture 


sformer fm the first of the three single-pole units 


BAYSIDE STATOR GOING TO BED—Power crane and workmen swing the 230,000-lb. stator for the 

new Bayside 30,000-kw. generator of Wisconsin Public Service Corp. to its bed. Installation of 

the rotor (below) took place a few days later and involved some delicate maneuvering, as clearances 

were little more than adequate for swinging in the space available in front of the stator and inserting 
in position. Unit will be in operation in November, according to best estimates 





The terrible’ urgency of wartime needs brings into sharp 
focus thoseualities of strength which might be overlooked 
or undep¥alued in time of peace. It's true of men. It's true 
of maghines. It's true of the solid rotor construction which 
is, and has been for years, standard in Westinghouse 
tutbines. 

Originally developed to safeguard power generating 
equipment against interruptions in regular peacetime 


operation, solid rotor construction serves as a bulwark of _ 
power in this hour of crisis. No other type of construction 


has the same rigidity. No other type lends itself so well to 
absolute control through all stages of manufacture. There 
is not a single case on record of a failure of any Westing- 
house solid rotor. It has been universally adopted for appli- 
cations involving extremes of high pressure and high 
temperature. 

Today, when power plant reliability is so vitally im- 
portant a part of wartime production, this recognized best 
method of rotor construction protects electrical power 
over a continent-wide front. It is typical of many Westing- 
house turbine-generator developments now helping your 
industry, and ours, to deliver an uninterrupted maximum 
flow of kilowatthours with a minimum expenditure of fuel, 
of man-hours and of materials. J-50422 


Westinghouse 


A COMPLETE STEAM LINE INCLUDING TURBINE- 
GENERATORS * CONDENSERS * FEED-WATER 
HEATERS * AIR EJECTORS * EVAPORATORS * HEAT 
EXCHANGERS * MECHANICAL DRIVE TURBINES 
CIRCULATING AND CONDENSATE PUMPS 
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Output Figure 
Drop Arrested 


Figures on the amount of electrical 
energy distributed by the electric light 
and power industry, which showed a 
slight drop for the week ended Aug. 29, 
after a two-week unseasonal rise pre- 
viously, again turned upward for the 
week ended Sept. 5. The figures show 
3.672,921,000 kw.-hr. distributed as 
against 3,640,000,000 kw.-hr. for the 
week previous. 

Due to the fact that for the corre- 
sponding week last year no Labor Day 
holiday entered into the period, there 
are no comparable figures on the in- 
crease in output for the latest week, 
according to the Edison Electric Insti- 
tute. In next week’s issue of ELECTRICAL 
Worip, however, we will publish the 
comparison worked out on a two-week’s 
basis. In the meantime, percentage in- 
crease changes, both nationally and for 
the seven major geographic regions, are 
printed in tabular form below as they 
appeared last week. 


Weekly Output, Millions Kw.-Hr. 
1942 1941 1948 


Aug. 29 3,640 Aug. 30 3,261 Aug. 31 2,736 
Aug. 22 3,674 Aug. 26 3,231 Aug. 24 2,714 
Aug. 8 3,637 Aug. 9% 3,323 Aug. 10 2,743 
Aug. | 3,649 Aug. 2 3,263 Aug. 3 2,767 
July 25 3,626 July 26 3,220 July 27 2,761 
July 18 3,565 July 19 3,199 July 20 2,681 
July 1 3,429 July 12 3,178 July 13 2,657 
July 4 3,424 July 5 2,904 July 6 2,425 
June 27 3,457 June 28 3,157 June 29 2,660 


Percent Change from Previous Year 


Week Ending 
--e-->-=->---_-_—_== 


Aug. 27 Aug.22 Aug. 15 

New England ......... + 6.2 6.2 6.2 
Mid-Atlantic .......... + 5.9 t109 t 9.7 
Central Industrial ..... + 8.8 + 9.4 + 7.3 
West Central ......... +10.4 + 8.7 + 43 
Southern States ....... +15.6 +19.0 +21.9 
Rocky Mountain ....... + 8.1 + 8.9 + 8.3 
Pacific Coast ......... +29.8 +27.1 +255 
Total United States.. +11.6 +13.7 +12.9 


Billions of Kw.-Mr. 
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REA Line Extension Work 
in Florida Continues 


Permission to re-use at least half of 
the materials reclaimed from power 
lines being dismantled in Gadsden 
County, Florida, by Talquin Electric Co- 
Operative line crews in extending pres- 
ent REA lines has been granted under 
a special WPB order, C. H. Bentley, 
Talquin superintendent, has announced. 

A general WPB order issued recently 
halted all building of power and light 
lines unless specifically authorized by 
X PB. Under the general order, mate- 
tials on hand were ordered held in stor- 
age for possible transfer to the armed 
services 

Tn -adsden County approximately 15 
miles f former Florida Power Corp. 
lines are being dismantled. Wire and 
equipment from the old lines will be 
used in building about 8 miles of new 





line to connect areas not now served. 
Materials from the remaining 7 miles of 
dismantled line will be held in storage 
under the general WPB order, Mr. Bent- 
ley said. 

The line extensions to be built in- 
clude three short stretches in the east- 
ern part of the county. 


Ontario Load Up 17.1% 


Primary load increase of 17.1 per- 
cent for July, 1942, over the corre- 
sponding month last year is revealed 
in the monthly summary of loads, re- 
leased recently by the Ontario Hydro- 
Electric Commission. The increase, re- 
flecting mounting demands for power 
from essential war industries, covers 
all four Hydro systems and the North- 
ern Ontario properties. 
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Coal Stocks Reported 
Sufficient for Winter 


A prediction that stockpiles of coal 
in dealers’ and consumers’ hands, to- 
gether with that which can be trans- 
ported, will be adequate for all needs 
during the coming winter was ex- 
pressed this week by Howard A. Gray, 
acting director of the Office of Solid 
Fuels Coordinator. 

The report stated that the prediction 
should not raise consumers’ optimism 
“to the point where they might delay 
in ordering coal,” but that the coordi- 
nator’s office felt that the situation war- 
ranted dispelling the fears which have 
been expressed in New England and 
other sections that a shortage is in 
prospect. 

Consumers were urged by Mr. Gray 
not to be too particular in insisting upon 
specific sizes of coal. 
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H. E. Braunig of Beaumont 
Joins Illinois Utility 


has been 


of H. E. 


Announcement 
the appointment 


made of 
Braunig 


to the position of general operating 
the Central Illinois 
Les 


superintendent of 


Electric & Gas Rockford, Ill., 





succeeding Harry L. Pearson. Mr. 
Braunig has been superintendent of 


the central division of the Gulf States 
Utilities Co. at Beaumont, Tex., since 
1917. 

Mr. Braunig was born in Texas 49 
ago and his technical 
education at the Texas A. and M. Col- 
lege. from which he was graduated in 


1914. 


years received 


Henry, electrical 
gineer in charge of design, Buffalo, Ni- 


Pm Raymonp T. en- 
agara & Eastern Power Corp., Buffalo, 
N. Y., has been appointed chairman of 
the electrical equipment committee of 
the Edison Electric Institute for 1942-43. 


> Puiie S. Mancini, for the past five 
years deputy public service engineer, 
Providence, R. I[., has succeeded the 
late Ralph W. Eaton as public service 
Mr. Mancini 


was graduated in electrical engineering 


engineer for that city. 
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from the Massachusetts Institute of 
Technology in 1926 and entered the 
city’s service in 1931 as an assistant en- 
gineer in the above department. 


> M. F. SKINKER, who was associate di- 
rector of research, Consolidated Edison 
Co. of New York, Inc., Brooklyn, N. Y., 
is now chief development engineer, 
selenium rectifier division, International 
Telephone & Radio Manufacturing Co., 


East Newark, N. J. 


> Witt T. CrarkK, a member of the 
Electrical League of Cleveland for sev- 
eral years, who has served as secretary 
last January, has resigned to 
enter the plastics division of the Gen- 
eral Electric Co., at Pittsfield, Mass. 
RANDALL MILLER has been elected act- 
ing secretary of the league. 


> Donato A. TATMAN, assistant pur- 
chasing agent for the Arkansas Power 
& Light Co. since 1931, has been pro- 
purchasing agent. Q. C. 
Suores, who has been purchasing agent 
as well as executive assistant, will de- 
vote all of his time in the future to 
executive duties. Mr. Tatman joined 
the Arkansas Power & Light Co. in 
1927 in the purchasing department. 
Two years later, when the company was 
constructing Carpenter Dam, he had 
charge of the field purchasing office 
at the dam, and in 1931 was made as- 
sistant purchasing agent. 


since 


moted_ to 


> Aran B. Wricut has been appointed 
division superintendent of the Florida 
Power & Light Co. in the territory 
served from Melbourne north to Monti- 
cello. He succeeds W. M. Bostwick, 
who is now in military service. Mr. 
Wright was formerly sales manager of 
the division and more recently manager 
for the company at Sanford. A gradu- 
ate of the University of North Carolina, 
he completed the Westinghouse Electric 
& Manufacturing Co. training course. 
He served as technical sales engineer 
for Westinghouse for a number of years 
before becoming identified with the 
Florida utility. 
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Spokane Utility Assigns 
New Duties to R. McKay 


Richard McKay, formerly manager 
of the rate department of the Wash- 
ington Water Power Co., has been ap- 
pointed assistant general manager of 
the company. He has been connected 
with the utility since 1921. 

A graduate of Whitman College, in 
the state of Washington, Mr. McKay 
pursued his studies in electrical en- 
gineering at Columbia University, but 
they were interrupted by the outbreak 
of World War I. Upon returning from 
military service overseas he completed 
his studies at Columbia and obtained 
his degree in electrical engineering. 

Mr. McKay entered the employ of 





the Washington Water Power Co. in 


the engineering department. Early in 
1932 he was named district manager in 
Ceeur d’Alene and late in 1933 returned 
to Spokane as manager of the rale 
department. 


> Morris L. Cooke has been appointed 
to head a special technical missiod 
of industrial engineers, who will be 
sent to Brazil to help that government 
convert the country’s economy to wal 
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time requirements. Mr. Cooke is an 
industrial engineer with a wide range 
of practical experience. In 1923 he 
was selected to direct the “Giant Power 
Survey” sponsored by Governor Pin- 
chot of Pennsylvania, and some years 
later became chairman of the Missis- 
sippi Valley Committee of the Public 
Works Administration formed to cor- 
relate work in the Mississippi Valley, 
including flood control, power naviga- 
tion, reforestation and soil erosion 
projects. He was administrator of the 
Rural Electrification Administration 
from 1935 to 1937. President Roosevelt 
named Mr. Cooke as expert for the 
evaluation of the United States petrol- 
eum properties expropriated by Mexico, 
under the settlement agreement. Re- 
cently he was chairman of the ship- 
building stabilization committee of the 
Office of Production Management. 


> Harotp A. Howery, superintendent, 
meters and laboratory, Kansas City 
Power & Light Co., Kansas City, Mo., 
has been appointed chairman of the 
meter and service committee of the 
Edison Electric Institute for 1942-43. 


>C. G. SmirH, assistant engineer Pa- 
cific Gas & Electric Co., San Francisco, 
Calif., has joined the switchgear engi- 
neering section of the General Electric 
Co., Philadelphia, Pa. He had been 


with Pacific Gas & Electric since 1926. 


>J. R. Fritze, formerly engineer of 
materials, Edison General Electric Ap- 
pliance Co., Chicago, Ill., is now con- 
servation specialist, War Production 
Board, Washington, D. C. 


>G. R. Bryant, formerly with the 
lighting sales section of the General 
Electric lighting division at Schenec- 
tady, has been named G. E. lighting 
specialist for western New York State, 
with headquarters at Buffalo. He suc- 
ceeds the late J. E. Schell. Mr. Bryant, 
who is a graduate of Purdue University, 
entered the General Electric Co. test 
course in 1939 and the following year 
joined the lighting division, where he 
has been active in the sale and pro- 
motion of street lighting, floodlighting 
and traffic signals, 


>M. L. MANNING, research engineer, 
insulation development section, West- 
inghouse Electric & Manufacturing Co., 
Sharon, Pa., has been appointed asso- 
ciate professor of electrical engineering 
at Illinois Institute of Technology, Chi- 
cago. During his association with West- 
inghouse Mr, Manning has directed his 
attention particularly to design engi- 
neering. In 1937 he was appointed su- 
Pervisor of the high-voltage labora- 


tories and Westinghouse lecturer in 
electrica engineering on the staff of 
me University of Pittsburgh. He has 
wen serving currently as chairman of 
the Shai : 


nn section of the A.I.E.E. 





Westinghouse to Launch 
New Lighting Activity 


Application of recently developed 
light sources to the expanding lighting 
needs of the nation will be studied by a 
new engineering department of the 
Westinghouse Lamp Division to be 
headed by D. W. Atwater, formerly 
manager of commercial engineering. 





D. W. Atwater 


Mr. Atwater joined Westinghouse in 
1920 and since that time has helped 
to design lighting for both the Chicago 
and New York World’s fairs, the Hol- 
land Tunnel and other large-scale com- 
mercial and _ industrial illumination 
projects. He became manager of com- 
mercial engineering for the lamp divi- 
sion in 1934. 

He is a past-president of the Illu- 
minating Engineering Society. having 
served for three years as general secre- 
tary and as chairman of numerous com- 
mittees. He has also been active in the 
American Institute of Electrical Engi- 
neers and is now on the executive com- 
mittee of the Better Light-Better Sight 
Bureau. 

In announcing the new organization. 
D. S. Youngholm, Westinghouse vice- 
president, said: “These new illuminants 
are already speeding production in war 
plants and reducing industrial accidents. 
but to gear them to most widespread 
use now and after the war engineers 
will need new lighting practices and 
methods of planning.” 


> Ray J. Larraseer, field engineer, Un- 
derwriters Laboratories, Inc., has been 
appointed acting resident engineer for 
the duration at the Seattle office of the 
laboratories, filling the place made va- 
cant by the death of E. G. S. Pryor. 
Mr. Larrabee, working out of San Fran- 
cisco laboratory, operated the mobile 
field laboratory of Underwriters, cover- 
ing the entire West. 
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PR. J. Lawtaw has been appointed 
manager of the Cleveland district office 
of the Worthington Pump & Machinery 
Corp. He is succeeding A. J. Ktuc, who 
will now devote his entire time to spe- 
cial work with certain important in- 
dustries in the Cleveland district. 


OBITUARY 


Francis J. Arend 


Francis J. Arand, founder and presi- 
dent of the De Laval Steam Turbine 
Co., died on August 24 at the Fitkin 
Memorial Hospital, Neptune. N. J. He 
was also president of the De Laval Sep- 
arator Co.. which has grown from a 
very small beginning to a nation-wide 
it. The De Laval Steam Turbine Co., 
organization during his association with 
Trenton, N. J., was organized in 1901. 
Mr. Arend was a director of the Ma- 
rine Midland Trust Co. of New York, 
the Allenhurst (N. J.) Bank & Trust 
Co. and the Arex Indemnity Co. of New 
York. 

fe 
> WitwiAM G. Peterson, assistant treas- 
urer, personnel director and director of 
employees’ activities of Westchester 
Lighting and Yonkers Electric, units 
in the Consolidated Edison System of 
New York, died suddenly at his Yonkers 
home on July 26. He was 58 years old 
and had been in the system for 36 years. 


> Cuarces A. UNpberRwoop, 50, en- 
sineer in charge of the refractories de- 
partment of the New England office of 
the Babcock & Wilcox Company at Bos- 
ton, died at a Boston hospital on August 
29. He was a native of Newport, R. L, 
and was a graduate of Worcester Poly- 
technic Institute. Before going to Bos- 
ton 19 years ago he was engaged in 
engineering work at Joliet, Ill. 


> Epwarp Y. Stimpson, 65, at one time 
Boston representative of the Detroit 
Electric Automobile Co., died at Hart- 
ford, Conn., on September 1. He was a 
native of Boston, a graduate of the 
Massachusetts Institute of Technology, 
and in recent years was a representative 
of the Spencer Turbine Co., Hartford. 


> Epwin L. SMALLEY, president of the 
Hevi Duty Electric Co.. Milwaukee, 
Wis., died in that city on August 29, 
at the age of 65. As a pioneer in the 
electric heat treating furnace industry, 
he was the holder of a considerable 
number of furnace patents. 


> James M. McGinty, superintendent 
of the underground department of the 
Louisville Gas & Electric Co., Louis- 
ville, Ky., died on August 28. as the 
result of a heart attack. Mr. McGinty 
had been connected with the Louisville 
company for 23 years. He was 50 years 
of age. 
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Engineers Discuss 
War Lighting 


New developments in wartime light- 
ing, including the use of “glare bar- 
rages” to protect vital industrial plants, 
were described at a recent three-day 
meeting of field engineers of the 
Westinghouse Electric & Manufactur- 
ing Co.’s lighting division. 

Among lighting innovations  dis- 
cussed was the use of horizontal glare 
barrages which blind potential sabo- 
teurs during attempts to enter indus- 
trial properties, yet at the same time 
provide perfect visibility for plant po- 
licemen to detect intruders. 

Announcement was made at the 
conference of a new type fluorescent 
lighting unit which cuts steel require- 
ments per unit from 164% down to 
814 pounds, thus releasing many hun- 
dreds of tons of steel for armament 
production. 

Application of a new 3-kw. high- 
intensity mercury lamp for war _ pro- 
duction industries was also discussed 
at the conference. 

How airports in combat areas must 
provide for operations in blackouts by 
“strip” lighting was described by W. C. 
Norvell, Westinghouse aviation light- 
ing engineer. “Strip” lighting, he ex- 
plained, means that a pilot takes off 
or lands between two strips of lights 
lining the runways, while the re- 
mainder of the airport is in darkness. 

Other subjects scheduled during the 
three-day meeting included “Search- 
light Use.” by T. L. Merrill; “Dim 
Outs—New England Practice,” by 
P. N. Clerke; “Street Lighting—Pres- 
ent and Future,” by E. B. Karns, and 
“New Fighting Equipment,” by D. E. 
Jenkins. 


Moves Executive Offices 


Executive offices of Silvray Lighting, 
Inc.. are now located in the RKO 
Building. Radio City, New York. The 
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ANUFACTURING-MARKETS 


change of address became effective on 
September 1. The general offices and 
the plant are at Bound Brook, N. J. 


Carrier Holders Approve 
Sinking Fund Proposal 


Carrier Corp. has announced that 
holders of the ten-year 4% percent 
convertible debentures had sanctioned a 
change in the sinking fund provisions 
under which 20 percent of the net 
earnings will be set aside after taxes 
instead of before taxes. 

Holders of the outstanding deben- 
tures have approved the proposal, ac- 
cording to Cloud Wampler, president, 
in order to make available additional 
working capital at a time when the 
company’s business is the largest in 
its history and practically 100 percent 
for war purposes. 


Speeds Production 
for Rubber Plants 


Production of several million dollars’ 
worth of electric apparatus for syn- 
thetic rubber plants is now being 
rushed at every major General Electric 
plant. 

Many plants are beyond the design 
stage and the company is speeding pro- 
duction on orders for apparatus which 
will supply power in plants now under 
construction in various parts of the 
country for the conversion of petro- 
leum and alcohol derivatives into syn- 
thetic rubber. 

Turbine-generators, probably _ the 
largest ever planned for chemical 
process plants, are designed to oper- 
ate so efficiently that power will be 
produced virtually as a by-product of 
the steam required for the processing. 

The apparatus is being manufactured 
on a mass production basis to per- 





WAR ON WASTE—Employees of the Miller Co., Meriden, Conn., manufacturer of 
lighting fixtures and equipment, were mystified recently by signs reading “wow.” 
Translated, they meant “War on Waste.” and the whole organization went {to work 
on a salvage campaign. Campaign began last May and, by August, according to 
H. T. Hackbarth, production manager, had resulted in the collection of 801.299 pounds 
of scrap iron, steel, brass skimmings and paper. Above is one of the scrap heaps 


which dot the company’s yards 
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form major functions in the process- 
ing of butadiene and styrene and in 
polymerizing or mixing them into 
buna rubber. 

The large turbine-generators which 
General Electric is building for these 
plants have been adapted from simi- 
lar apparatus which has long been sup- 
plied to public utilities. At a plant 
under construction in Texas General 
Electric will furnish a turbine-genera- 
tor rated at 35,000 kw. The company 
will also provide two 25,000-kw. tur- 
bine-generators for a completely elec- 
trified refinery devoted to synthetic 
rubber, aviation gasoline, toluene and 
other war products in Louisiana. 


Manufacturers Issue 
Earnings Reports 


McGraw Electric Co. reports for the 
twelve months ended June 30, subject 
to audit and year-end adjustment, a net 
profit of $1,336,305 after depreciation 
and provision of $2,008,000 for federal 
and state income taxes and federal ex- 
cess profits tax, equal to $2.82 a share 
on 472,600 shares of capital stock out- 
standing. This compares with a net 
profit of $1,678,726 or $3.55 a share for 
the 12 months ended June 30, 1941, 
when the tax provision amounted to 
$1,233,050. Company’s net sales for the 
twelve months ended June 30 last to- 
taled $11,016,769, against $9,786,133 in 
the similar period a year earlier. 

Among the other companies recently 


issuing earnings reports are the follow- 
ing: 


Maytac—Quarter ended June 30, subject 
to audit and year-end adjustments, a net 
profit of $53,376 after depreciation, amor- 
tization and federal income taxes esti- 
mated on the basis of rates now under 
consideration in the proposed new revenue 
act. Net is equal, after dividend require- 
ments on 32,210 shares of $6 first pre- 
ferred stock, to two cents a share on 265,- 
186 shares of $3 preference stock. This 
compares with net profit for the quarter 
ended June 30, 1941, of $335,183, equal 
after dividend requirements on $6 and $3 
preferred stocks to five cents a share on 
1,617,921 shares of common stock. For the 
six months ended June 30, last, net profit 
was $103,903, equal, after first preferred 
dividend requirements, to three cents a 


share on 265,786 shares of $3 preference 
stock, 


Master Etectric Co. -Reports for the 
quarter ended June 30, 1942, subject to 
audit and year-end adjustments, show a net 
Proht of $182,007 after depreciation, amor- 
tization and provision for federal income 
and ex: ess profits taxes. The net is equal 
to 73 cents a share on 249,932 shares of 
capital stock. The quarter’s profit compares 
with a revised net profit of $213,504, or 85 
cents a share, in the June quarter of the 
Previous year and a net profit of $154,455, 
or 62 cents a share, in the quarter ended 


March |, 1942. For the six months ended 
une of, 1942, net profit, after provision 

of $1,34 000 for federal taxes, was $336,- 
¢, or $1.35 a share. 


Field Reports on Business 


The high level of industrial activity of recent months is being maintained. Huge 
shipbuilding program is requiring considerable electrical equipment. Wiring 
supplies are moving in good volume, both for Army facilities and for new proj- 
ects to house war workers. Utility buying is falling off. 


NEW YORK 


Despite record-breaking production dur- 
ing the first half of the year, average cor- 
porate earnings were 30 percent below the 
corresponding 1941 period, according to a 
recent Industrial Conference Board survey. 
Included in the report were the statements 
of 31 public utilities which averaged a de- 
crease of 1] percent. Higher operating ex- 
penses and greatly increased tax reserves 
accounted largely for the lessened earnings. 
Major exception to the trend was the rail- 
road industry, with 59 companies reporting 
an average increase of 70 percent in earn- 
ings. 

Department store sales for the week 
ended August 29 were off 14 percent from 
the corresponding week in 1941, according 
to the Federal Reserve Board. The decrease 
registered during the previous week was 2 
percent (revised). For the latest four- 
week period the decline is 6 percent. 

Engineering construction volume for the 
week, $261,671,000, tops the 200-million- 
dollar-mark for the fourth consecutive 
week, is 20 percent higher than the total 
reported for the week previous and almost 
three times the volume for the short 194] 
week, according to Engineering News-Rec- 
ord. The current week’s construction brings 
the volume for 1942 to $7,181,568,000, an 
increase of 62 percent over the total for 
the 36-week period in 1941. 


NEW ENGLAND 


The high level of industrial activity 
which has been reached by a succession of 
gains month by month to date is being 
sustained by a steady demand for equip- 
ment for our war effort. One important 
focal point at which manufacturers of elec- 
trical equipment are directing much atten- 
tion is the shipbuilding industry. New 
England shipyards launched eleven naval 
vessels on Labor Day and set the keels 
for 18 more. This week the keels of 16 
American vessels were laid at the Bethle- 
hem Steel Corp.’s new plant, where more 
than 22,000 employees will be engaged 
within a few weeks. Work is being pushed 
on a 24-hour basis on one of the largest 
army training camps in the East; supplies 
for wiring for light and power are moving 
into that area in good volume. Kenworthy 
& Taylor, Inc., Everett, Mass., have been 
awarded a War Department contract for a 
night lighting system in Maine, and Brady 
Electrical Co., Inc., Fall River, Mass., has 
a contract for building an industrial elec- 
trical distribution system in Connecticut, 
both under $50,000. 

A contract for Army facilities in which 
an electric distribution system, water sup- 
ply and sewer system to cost between 
$100,000 and $500,000 has been awarded 
to the Coughlan Construction Co., Boston. 
B. F. Sturtevant Co., Hyde Park, Mass., 
has received an order from Pennsylvania 
R.R. for ventilating equipment of 2,500 
tons per hour capacity for tunnels at 
Gallitzin, Pa. 

Sylvania Electric Products Inc., has re- 
ceived a larger than normal order from 
the U. S. Government for filament type 
and fluorescent lamps. Marked improve- 
ment in New England retail trade is 
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noted. Shortages of basic metals and the 
depletion of skilled labor supply are grow- 
ing causes for worry. 


PACIFIC COAST 


Industrial developments include a $30,- 
000,000 aluminum extrusion plant to be 
operated by Aluminum Co. of America; a 
$600,000 factory to manufacture rope from 
yucca leaves; a $1,250,000 cement plant, 
all in Arizona, and orders totalling $30,- 
000.000 for barges and seagoing tugs, 
mostly placed with smaller yards in North- 
west and Puget Sound area. 

Typical electrical orders for shipyards in 
Bay region include several cable orders 
averaging $30,000 each; $45,000 power 
cable; a 1,000-kw. substation unit costing 
$25,000, and a 50-ton G.E. drydock crane 
costing $55,000. The Bonneville system is 
now serving five aluminum plants requir- 
ing a total of 400,000 kw., with a sixth 
nearing completion. Such plants require 
much heavy cable and conduit, a typical 
item being 12,000 ft. 800,000-cir.mil cable 
at $1 per foot. A slight easement of raw 
material scarcity may be reflected in a 
manufacturer’s recent letter to his whole- 
salers promising some production of a 
limited number of types of vacuum clean- 
ers for government departments with high 
priority. 

U. S. Maritime Commission has awarded 
a second unit of 3,000 dwellings with a 
school, to house Portland workers. The 
California crop situation is considered 
desperate for lack of labor and already 
its billion-dollar budgeted value has been 
considerably cut. 


CHICAGO 


Electrical business in this area, on the 
whole, is exceptionally good. Certain ele- 
ments, of course, have suffered severely be- 
cause of restrictions and curtailments of 
civilian goods items. Suppliers of indus- 
trial equipment, however, are getting more 
business than they can handle and the ma- 
jority are booked way ahead. 

Utility buying is falling off because of 
restrictions on expansions and new con- 
structions. The larger contractors are ex- 
tremely active on war plants and factory 
expansions. The smaller contractors, how- 
ever, are finding the going a little tougher 
all the time. Dealers are holding on fairly 
well for the time being, but the outlook 
is anything but encouraging. Electrical 
permits issued in Chicago, during July 
numbered 3,084, as compared with 3,763 in 
June and 4,819 in July, 1941. 

Indiana & Michigan Electric Co. plans to 
build an addition to its Mishawaka, Ind., 
power plant. Remodeling work in the 
Merchandise Mart to accommodate govern- 
ment offices will include 1,387 lights, 213 
receptacles and 69 motors totaling 445 hp. 
Pressed Steel Car Co. will install 248 cir- 
cuits, 694 lights, 259 motors aggregating 
2,410 hp. and one 12-kw. furnace. 

Eighteen companies not having previ- 
ously received war orders were included 
in the 51 war contracts awarded here last 
week. Department store sales increased 10 
percent over the previous week, but were 
19 percent below the same period last year. 
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PRICE TRENDS OF 
ELECTRIC UTILITY 
SECURITIES 





Utility Stock and Bond Prices Change Slightly 
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1942 

There were very few changes during the past week in prices of electric light and 
power securities. “Electrical World” stock index remained at 17.7; last year, 23.7. 
Bonds held firm at 103.0; last year, 105.6 





Kewanee Named in 
SEC Recap Order 


The SEC instituted proceedings re- 
cently, under the corporate simplifica- 
tion clause of the Holding Company 
Act, against Kewanee Public Service 
Co., a subsidiary of Illinois Traction 
Co. and part of the North American Co. 
system. The commission set September 
23 for a hearing and directed Kewanee 
to file its answer by September 19. 

In its April order against North 
American the SEC permitted Illinois 
‘Traction to remain as a separate unit 
and retain in its system the electric and 
steam heating properties of Illinois 
Iowa Power Co. and Kewanee. The 
present action, the commission pointed 
out, is to determine whether, among 
other things, Kewanee Public Service 
is necessary in order to distribute vot- 
ing power equitably among stockhold- 
ers. No dividends on the preferred 
stock have been paid in nine years. 

In its order the commission pointed 
out that “not less than $710,000 of in- 
tangibles and plant not used or useful” 
were carried on Kewanee’s books, on 
which the assets and physical proper- 
ties of the company were listed at a 
stated net value of $1,873,097; that the 
books of Kewanee do not properly re- 
flect or disclose the assets, properties or 
financial condition of the company. 
The commission also directed that par- 
ticular attention be accorded the past 
due note of $210,000 owned by North 
\merican and preferred stock owned 
by Illinois Traction in a recapitaliza- 
tion proceeding. 


Postcard Reading Results 


First month results of the postal-card 
meter reading program inaugurated by 
the East Tennessee Light & Power 


20 (866) 


Co. on July 1 indicate that approxi- 
mately 87 percent of the total of 11,875 
rural customers read their own meters 
and returned marked cards to division 
offices. 


Co-op Group to Purchase 
Mobile Electric Units 


Officials of the Texas Power Reserve 
\ssociation have voted to purchase two 
mobile electric generators to be used 
by any of the state co-operatives in 
case of emergency and to continue ne- 
gotiations for a third similar unit. One 
mobile unit is already in operation and 
has been put in service at Hondo, Tex. 

The meeting of the group, a state- 
wide association of electric co-opera- 
tives, was the first session since the 
association has been organized and off- 
cers elected. The association was formed 
to co-ordinate and further the services, 
under war conditions, of the electric 
co-operatives and to provide for inter- 
change arrangements and measures te 
meet emergency requirements, 





Utility Reports 


Net Income 


1942 194] 

*American Power & Light 

And SUBS .......e0csccen$ FORO SIGIR 
+Central Arizona Lt. & 

3 ee ee was : 648 389 668,623 
*Columbia Gas & Electric 

and subs ...... ceseeee.. 5,499,914 10,300,909 
tKansas City Power & Light 3,092,344 3,549,952 
*Key West Electric 71,158 61,005 
tMississippi Power & Light 538,899 339,361 
tMontana Power and subs 2,684,312 3,787,390 
+Nebraska Power 1,271,240 1,732,565 
*Niagara Hudson Power and 

subs aie ... 7,016,702 9,282,950 
tNorthwestern Electric 573,927 483,777 
tPublic Service of N. J, and 

ES ow aceatis . 16,060,262 22,949,775 
*Savannah Elec. & Pwr. 339,592 377,706 
+Superior Water, Lt. & Pwr. 66,897 101,836 
‘Texas Elec. Service 940,439 1,201,104 
*West Penn Power 4,955,776 6,020,722 
tWashington Water Power 

and sub...... : 1,984 874 2,216,453 


*Twelve months ended June 30. 
tTwelve months ended July 31. 








FINANCIAL BRIEFS 





CONDITIONAL APPROVAL has _ been 
granted by the SEC to a proposal by 
the North Boston Lighting Properties 
and five of its direct subsidiaries to 
borrow $13,000,000 of 21% percent se. 
cured notes, due October 1, 1947, to 
refund a similar amount of presently 
outstanding 314 percent secured notes, 
\pproval was granted on the condition 
that the company not permit its sub- 
sidiaries to pay dividends except on a 
15-day notice to the commission while 
the new issue was outstanding (ELec- 
TRICAL Wortp, August 8, page 71). 


PAYMENT OF AN ADDITIONAL $50 on 
each $1,000 of 5 percent first lien col- 
lateral trust bonds of the Great Lakes 
Utilities Co. has been approved by the 
executive committee, according to N. 
H. Gellert, president. The payment will 
amount to about $80,000 and will bring 
to $625 the total payments on each 
$1,000 bond, Mr. Gellert said. An ag- 
gregate of $1,582,500 in bonds is out- 
standing. The company has until next 
May 1 to complete plans for dissolution 
approved by the SEC. About half of its 
properties have been sold. 


THe SEC HAS GRANTED permission 
to the Edison Sault Electric Co. ex- 
emption from the competitive bidding 
rule in the sale to insurance compa- 
nies of $990,000 of 3%4 percent first 
mortgage bonds, due in 1972. The com- 
pany, a subsidiary of American States 
Utilities Corp., will also sell $100,000 of 
3 percent notes to the insurance com- 
panies. 


FORMAL OFFERING has been made of 
the new issue of $5,000,000 of Potomac 
Electric Power Co. first mortgage 3% 
percent bonds, due August 1, 1977, 
by a syndicate of investment bankers 

‘Kuhn Loeb & Co., Smith Barney & 
Co. and Biyth & Co. Offering price is 
113 to yield about 2.67 percent if held 
to maturity. 


Pustic Service Corp. of New Jersey 
has declared a dividend of 20 cents 
on the common stock, payable Sep- 
tember 30 to holders of record Septem- 
ber 10. A similar payment was made 
in the last quarter, bringing the total 
dividends declared this year on the 
issue to 70 cents a share, compared 
with $1.65 for the corresponding 1941 
period. 


Tue SEC nas approven the applica- 
tion of the North American Co. to pay 
a dividend to holders of its common 
stock at the rate of one share of De 
troit Edison capital stock for each 50 
shares of North American common 
held. The dividend will be paid on 
October 1 to holders of record Septem: 
ber oS: 
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Bonneville Hits 
Record of 675,000 Kw. 


On a recent day’s operation of the 


nine generators at Bonneville and 
Grand Coulee dams. the Bonneville 
power system established a new all- 
time high load record of 675,000 kw.. 


drawing 50,000 kw. above the rated 


capacity, according to Administrator 
Paul J. Raver. By overloading the gen- 
erators for the past seven months. 


Raver revealed, huge quantities of hog 
fuel and oil have been saved. The sav- 
ings are significant, he said. because 
they permit reserves to be built up 
against the time when, with all gen- 
erating capacity in the Northwest 
needed, it may be impossible to obtain 
adequate deliveries of such fuels. 


Change Division Name 


has been made that 
the vacuum tube division of the Gen- 


Announcement 


eral Electric radio. television and elec- 
tronics department will henceforth be 


known as the electronic tube division. 





ELECTRICAL CASCADE—500.000 volts of 
electricity streaking over the fins of a 
St, tall porcelain insulator at the West- 
inghouse transformer division at Sharon, 
Pa., created this unique cascade of light. 
Tests are made to give laboratory try-outs 
for insulators subject to lightning condi- 
tions. The 500,000-volt test charges are 
nearly twice the normal voltage of any 
existing power line 
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Sales Opportunities 


TENNESSEE—Memphis_ Light, Gas & 
Water System, Memphis, has plans matur- 


ing for extensions in transmission and 
distributing lines in different parts of 
municipality, including new power sub- 


station. About 9 miles of high-tension lines 
will be built. Entire project will cost ap- 
proximately $185,100. of which $87,646 
will be secured through federal aid. Work 
is scheduled to begin soon. 


NEBRASKA—Stanton County Rural Pub- 
lic Power District, Stanton, plans exten- 
tions in primary and secondary lines in 
parts of Stanton and Wayne Counties, in- 
cluding service facilities. Application has 
been made for permission and hearing is 
scheduled by State Railway Commission 
on October 7. 


Mississippi—War Department, Wash- 
ington, D. C., has authorized new military 
cantonment, comprising large group of 
one and multi-story buildings, with com- 
plete electrical equipment and _ facilities 
for industrial and residential service. A 
power substation is planned. Entire project 
will cost over $3,000,000 and will be super- 
vised by U. S. District Engineer Office, 
Vicksburg. Work will begin at early date. 


Oun1o—National Carbide Corp., 60 East 
Forty-second Street, New York, N. Y., affil- 
iated with Air Reduction Sales Corp., 
same address, has concluded agreement 
with the government for construction and 
operation of new plant for production of 
calcium carbide and allied products. It will 
consist of several large one and multi-story 
processing and production buildings, with 
complete electrical equipment and _facili- 
ties. A main power substation is planned 
with number of auxiliary transformer sta- 
tions for works service. Entire project will 
cost close to $3,000,000 and will be financed 
by Defense Plant Corporation. 


WaAsHINGTON—Department of Lighting, 
Seattle, is securing appropriation of about 
$500,000, recently approved by City Coun- 
cil, for extensions in transmission and dis- 
tributing lines. A new switching station is 
planned to cost close to $65,000 of gross 
amount noted. Improvements will be made 
in Skagit and Cedar Falls transmission 
lines, with rebuilding of present telephone 
lines on these high-tension systems. Sev- 
eral new transformer stations are planned, 
as well as expansion and improvements in 
existing station units. 


INpIANA—Public Service Co. of Indiana, 
Indianapolis, has completed foundations 
for proposed addition to Dresser station 
and will place award for superstructure at 
early date. Extensions will be made in 
transmission lines and power substation 
facilities. Station is reported to cost over 
$250,000, exclusive of equipment. Sargent 
& Lundy, Inc., 140 South Dearborn Street, 
Chicago, Ill., is consulting engineer. 


New Mexico—U. S. District Engineer 
Office, Albuquerque, will take bids at once 
for extensions and improvements in an 
electrical distribution system including 
changing of present 2,400-volt, three-phase 
primary lines to 4,160-volt service, with 
installation of automatic transformer and 
other power substation equipment, changes 
in distribution transformers and _ other 
facilities. Also, extensions in street-lighting 
system. 


ARKANSAS—War Department, Washing- 
ton, D. C., has authorized expansion in 
army camp, including series of new one 
and multi-story buildings for shop, indus- 
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trial and other service, with complete elec- 
trical equipment. Additional power sub- 
station facilities and distribution lines will 
be installed. Entire project will cost over 
$5,000,000 and will be supervised by U. S. 
District Engineer Office, Little Rock. 


ILt1No1is—War Department, Washington, 
D. C., plans new power substation, about 


35-kv. rating and transmission lines for 
feeder service. Estimated cost close to 
$100,000. 

Texas—Dow Chemical Co., Midland, 
Mich., manufacturer of industrial chem- 


icals, metallic magnesium, etc., has closed 
agreement with government for construc- 
tion and operation of new plant for manu- 
facture of synthetic ammonia. It will com- 
prise a group of one and _ multi-story 
processing and production buildings, with 
complete electrical equipment and _facili- 
ties. A power substation is planned. Entire 
project will represent investment of about 
$11,000,000 and will be financed by De- 
fense Plant Corporation. 


Minnesota—Northern States Power Co., 
Minneapolis, is completing plans for steel 
frame superstructure for addition to exist- 
ing station, and will ask bids soon on gen- 
eral erection contract. Station capacity will 
be increased with installation of a 50,000- 
kw. turbine, high-pressure boilers and aux- 
iliary equipment. Project will include en- 
largement of switchyard and extensions in 
transmission lines, with power substation 
facilities, and is estimated to cost about 
$5,000,000. Completion is scheduled in 
1943. Public Utility Engineering & Service 
Corp., 231 South LaSalle Street, Chicago, 
Ill., is consulting engineer. 


Connecticut—United Illuminating Co., 
New Haven, has approved plans for new 
transformer station and will begin work on 
superstructure at early date. 

FLoripa—U. S. District Engineer Office, 
Jacksonville, has plans under way for an 
electrical distribution system at a govern- 
ment air force project, including airport 
lighting facilities. Bids are scheduled to 
be asked soon. Bail, Horton & Associates, 
Jacksonville, are architects and engineers. 


CaALirorNiA—Pacific Electric Railway 


Co., Los Angeles, plans installation of 
submarine cable lines, including four 
1.000.000 em. feeder cables, 600-volt rat- 


ing; one three-conductor, No. 6 transmis- 


sion cable, 2,200 volts; and one 15-con- 
ductor, No. 14 signal cable, 110 volts. 


Application has been made for permission. 


Kansas—War Department, Washington, 
D. C., has approved plans for new air force 
training school, including large group of 
buildings. Complete electrical equipment 
and facilities will be installed for indus- 
trial, airport and residential service. A 
power substation is planned, with electrical 
distribution system. Entire project will 
cost over $5,000,000 and will be supervised 
by U.S. District Engineer Office, Albuquer- 


que, N. M. 


Intinois—Kropp Forge Co., 5301 West 
Roosevelt Road, Cicero (Chicago), manu- 
facturer of steel forgings, plans early con- 
struction of new one-story plant, about 
65 x 630 ft., with two two-story wing ex- 
tensions. Complete electrical equipment 
and facilities will be installed. Cost re- 
ported close to $1,000,000, including ma- 
chinery. Central States Architects & Engi- 
neers, Inc., 1515 Sherman Avenue, Evans- 
ton, is architect and engineer. 
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ical, temperature and humidity character- 
istics. May be used for relatively low re- 
sistance values. 



















































Circuit Breaker 


New high-speed air circuit breaker for 
rectifier anode circuits minimizes “arc 
back” by utilizing the effect of magnetic 





"Type AG-I"' high-speed air circuit breaker. 
750 volts, 1,600 amp. shown. General Elec- 
tric Co., Schenectady, New York. 


loop expansion. Short circuits can be re- 
moved in less than one cycle, or faster than 
1/60 of a second. 


Contacts 
Gibsiloy laminated metal contacts in inlay 
and overlay types, surfaced with Gibsiloy, fine 
silver or other precious metals. Gibson Elec- 


tric Co., Pittsburgh, Pa 

Inexpensive base metal is used for back- 
ing material to hold improved types of 
contact materials specially designed for a 
wide variety of applications. 


Blue Print Dryer 


Dries prints faster than they can be «¢ 






















Weaco'’ Model 30 blueprint dryer, cylindr 
al type, drying surface 32x52 in., 700 watts 
15 volts, a.c. or d Warren Electric Ap- 
pliance Co., Warren, Pa 


22 (868) 


posed and developed, it is claimed. The 


EW EQUIPMENT 


dryer belt is made of tough, pre-shrunk 
material. Heating element is guaranteed 
for five years. 


sna Clips 
Bery! ium copper clips for ferrule type fuses 
a , to 13/16 in. diameter. Littelfuse, 
Inc., 4747 Ravenswood Ave., Chicago, Ill. 


These clips are stated to average 3.3 
times the grip strength of phosphor bronze 
clips, thus lowering contact resistance and 
reducing heating. They retain spring tem- 
per indefinitely while under tension and 
have corrosion resistance about equal to 
copper. 


Solderless Connectors 


LU4,"" holds wires from 0 to 350,000 cir, mil, 
and LU6,"" holds wires from 250,000 to 
500,000 cir. mil. Ilsco Copper Tube & Prod- 
ucts Co., Mariemont, Cincinnati, Ohio. 


New multiple connectors, approved by 
Underwriters Laboratories, are simple in 
design and require no special tools for 
installation. They have ample contact area 
to carry sustained loads. 


» 
Lighting Fixture 
Porcelain-enameled steel reflector is re- 


placed by pressed-board with 350 deg. F. 
baked enamel finish. Tests are said to show 





V-Series Day-Line'' industrial lighting  fix- 
res. Day-Brite Lighting, Inc., 541! Bulwer 
Ave St. Louis, Mc 


reflection factors well over 81 percent. 
Saving in steel in fixture is 64 percent. 
\vailable in single units and continuous 
fixtures, 


Potentiometers 


Clarcstat Series 37, non-wire wound poten- 
meters. Clarostat Manufacturing Co., Inc., 
285 N. 6th St., Brooklyn, N. Y. 





These new controls employ a resistive 
coating on a bakelite base. The coating 
is variously treated to stabilize its chem- 







BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill’s Electrical Buyers Reference 
is a convenient place to look first for 
manufacturers’ product data, names and 
addresses. 





Current Transformers 





Designed to E.E.I. and A.E.I.C. specifi- 


cations for accurate metering and relaying 
applications, new current transformers are 


Type CT standardized indoor current trans 
formers,'' range from 5,000 volts and 25-60 


ann 


cycles with a primary rating of from 5 to 800 
amp. Westinghouse Electric & Manufacturing 
Co., East Pittsburgh, Pa. 


mechanically interchangeable with similar 
transformers of other manufacturers de- 
signed to meet the same _ specifications. 
Hypersil core. Accurate on short circuits 
and with heavy relay burdens. 


Relay 


200-amp., single-pole, double-break 
12 and 24 volts, d.c. The Hart Manufacturing 
Co., Hartford, ‘Conn. 


Designed within the limits of U. S. Army 
Air Corps specifications and intended for 
aircraft use, these new relays are applicable 
in many other purposes. Weight is below 
13 lb. It is stated that momentary over- 
loads of 1,500 amp. can be safely broken 
without injury to the silver alloy contacts. 
Available in ten forms for various mount- 
ings, terminal arrangements and coil con 
nections. 


Industrial Truck 


Builder of gasoline-powered industrial 
trucks brings out line with electric drive. 
Will lift 2,000 to 7,000 lb. and climb 7} 
percent grades with maximum loads, it is 
stated. Motors and electric contro] equip- 
ment supplied by General Electric Co. 

















Storage battery fork and platform trucks; 
four speeds forward and reverse; Edison ot 
acid batteries. Clark Tructractor Div Clar 
Equipment Co., Battle Creek, Mich. 
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